REDUCTION TO NORMAL VOLUME
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in Lunge's Technical Chemist's Handbook, table No. xx. The calculation can also be performed by reversing the formula given on p. 24.
The  easiest way of performing that  reduction is that of
FIG. 143.
employing an apparatus for the mechanical redtution of the volume of gases to the normal state, without observing the thermometer and barometer, as described supra, pp. 19 et seq., particularly by the gas-volumeter described on pp. 21 et seq. This